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REF: MISSION 92h 


1. A MALFUNCTION THERMOSTAT SWITCH IN THE AGENA {2ND STAGE) 
CAUSED LAUNCH DELAY TO 6 NOV. THE THERMOSTAT CONTROLS THE HEATERS 
FOR THE FLIGHT CONTROL GYROS. WHEN POWER WAS APPLIED TH’. THERMOSTAT 
PROPERLY BROUGHT THE TEMPERATURE TO 135 DEGREES F. HOWEVER, THE 
SWITCH, WHICH MAINTAINS CORRECT TEMPERATURE BY AN OPENING AND 
CLOSING ACTION, OPENED AND FAILED TO CLOSE AND THE HEATERS DROPPED 
TO AMBIENT TEMPERATURE. 

2. TO REPLACE ABOVE ITEM REQUIRES LOWERING OF THE VEHICLE 
AND DEMATING OF THE AGENA AND TRE THOR. 
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